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3 DEC 1964 


MEMDRAHGUM FOR: Chief, Traasportation Division, GL 
SUBIECT : Fire Fighting iguipment for Helicopter Landings, 
Headquarters Butlding 


_ Pareuant to our telephone conversation, the eguiyment listed 
below should be procured to provide minimum fire protection for heli- 
copter iz > Headquarters Building. 


‘two bemared feet (200 feet) of standard two and 
cos belt inch (of tach) fire nose hose equipped with standard 
eiae fire department connections. Equip with combination 
wtraight stream and fog nozaile. 


Fifty feet plate Sead adirgat peieginre Bros 
Ga tach) standard fire bose equipped vith combination 
straight streen aod fog noszle. All connectors to be 
stendard fire departeent sizes. 


Adapter to connect two and one half inch (24 
inoh) hese to one and one half inch (ip inch) hose. 


a. Teke-up reel for hose. 
&. Zve (2) one hundred sad fifty pound (150 pound) 


Sey Cheaicel wheeled Sire extinguishers with wheels for 
eaxtdooy use. 


GSA Assistant Safety Officer 
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